Apple Mac OS (System 1.1 Finder 1.1g) Manual 
Released in 1984 by Apple
Part Number 030-0687-B
For Macintosh 128k and 512k

030-0687-B = Owner's guide for Macintosh 128k and 512k, 165 pp. 1984. Covered
System 1.1 Finder 1.1g.